IQ2   A STUDY OF RECENT EARTHQUAKES.

surface for a distance of forty miles, and he gives
good reasons for believing that its total length must be
not less than seventy miles.

The general character of the fault-scarp changes
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with the surface features. On flat ground, where the
throw is small, It cuts up the soft earth into enormous
clods, or makes a rounded ridge from one to two feet
high, so that it resembles, more than anything else,